For   these   reasons   the   second   portion  of   the   citation ,
relating   to   the  missing   bolt,   should   be   vacated,

C.

Concerning the air leak:

Inspector Kovick indicated an air leak existed in the
reservoir tank located behind the compressor.  In his view the air
leak could contribute to a braking hazard (Tr. 275, 276, 281).
This condition should be corrected .particularly because of the
weight of the haul trucks (Tr. 276) .  The witness indicated this
air reservoir involved the emergency braking system and the leak
was in one of the lines that connected to the tank (Tr. 281).
During the inspection a person could hear the leak even though the
motor was running (Tr. 287).

Respondent's evidence:

Foreman Jacobsen
the back of the truck
told his mechanic to check
He further instructed him to

heard the air escaping when he walked around
on the right hand side (Tr. 319).  Jacobsen
the pop off valve on the air tank.

governor at 155 pounds

set the air

(Tr. 321).  They found the air governor was not functioning
properly so Jacobsen told the mechanic to change it ( Tr . 321).

The reservoir is a storage compartment for air.  The governor
controls the air compressor pump (Tr. 322).  If you do not set the
air governor the compressor is going to continue to pump.  This
was an air leak at the pop off valve.  The compressor was pumping
air into the reservoir at 170 psi and the pop off valve was
unloading.  The air governor was replaced (Tr. 323).

After being replaced the air governor
setting. The pop off had occurred because
adjusted properly. The leakage was at the
(Tr. 332) .

shut off at the desired
the governor wasn't
top of the air tank

The pop off valve is a relief valve for the air compressor
system.  The valve presents no hazard but, to the contrary, it
promotes safety.  The pop off valve emitted a sound similar to
leaking air ( Tr . 349 ).

Discussion

I credit the expertise of respondent's witness Jacobsen.  He
identified the leaking air sound as the pop off valve.  He further
corrected the situation which did not in any event affect safety.

337d the safety of this equipment.
